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COPENHAGEN FOR RSO 

FROM OIC/RTC 
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TAGS: ASEC 

SUBJECT: X-RAY SAFETY PROGRAM 

1 . DURING A RECENT VISIT OF TSO JOMERUCK TO COPENHAGEN, THE FOLLOWING 
WERE CERTIFIED FOR THE OPERATION OF MIN X-RAY EQUIPMENT FOR SY 
PURPOSES: 

CHARLES E. STEPHEN - RSO 
STEVEN BUCKLER - GSO-PSO 
JIM HALE - CRO 

2. THE POST IS CAUTIONED THAT THE X-RAY EQUIPMENT IS NOT TO BE 
OPERATED UNTIL THE FILM BADGE PROGRAM IS INITIATED BY A/SY/OPS/T AND 
THE PROPER SAFETY EQUIPMENT IS RECEIVED. THE POST IS IN POSSESSION 

OF ONE MIN-X-RAY CONSOLE. THE POST REQUIRES THE FOLLOWING SAFETY 
EQUIPMENT: TWO DOSIMETERS, ONE DOSIMETER CHARGER, ONE TATTLER AND ONE 
PAIR OF LEAD GLOVES. RTC FRANKFURT DOES NOT HAVE THIS 
EQUIPMENT IN STOCK. 
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3. FOR A/SY/OPS/T. PLEASE INFO RTC FRANKFURT IF THE 
REQUIRED SAFETY EQUIPMENT IS SENT DIRECTLY TO POST.BLAKE 


LIMITED OFFICIAL USE 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 13-Apr-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977FRANKF02745 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 26-0620 
Format: TEL 
From: FRANKFURT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770463/aaaaccek.tel 

Line Count: 57 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 926135a6-c288-dd11-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 23-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2824394 
Secure: OPEN 
Status: NATIVE 

Subject: X-RAY SAFETY PROGRAM 
TAGS: ASEC 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/926135a6-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



